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Annual  Report 


for  1903.  ^ 


THE  CHAIRMAN  AND  MEMBERS 

OF  THE 

URBAN  DISTRICT  COUNCIL  OF  WATERLOO- 

WITH-SEAFORTH. 


Gentlemen, 

I  have  the  honour  to  present  to  you  this  my  Thirtieth  Annual 
Report,  as  to  the  Health  and  Sanitary  condition  of  the  District 
during  1903,  together  with  a  Report  of  the  Sanitary  Inspector. 


INFECTIOUS  DISEASES  NOTIFIED. 


Forty-nine  cases  of  Diseases  of  an  infectious  nature  were 
notified  to  me  in  the  Waterloo  Division  of  the  District.  These 
occurred  in  46  houses;  35  w'ere  treated  at  home,  and  all  recovered. 
One  case  was  removed  to  the  Liverpool  Infectious  Diseases  Hospital 
and  recovered;  and  13  were  removed  to'  the  Infectious  Diseases 
Hospital,  Linacre,  in  which  Institution  one  died. 

In  Seaforth  Division  184  cases  were  notified  from  148  houses; 
85  were  treated  at  home  and  3  died ;  and  99  were  removed  to 
Hospital,  of  which  6  died. 


Total,  233  cases,  in  194  houses,  112  of  which  were  removed  for 
isolation  to  the  Infectious  Diseases  Hospitals,  and  one  to  Mill  Road 
Hospital,  West  Derby  Union. 


The  following  table  gives  the  number  of  cases  notified  for  the 


past  ten  years  : — 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 


283 

281 

200 

151 

214 

137 

131 

123 

162 

233 
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HOSPITAL  ACCOUNT. 

The  expenditure  connected  with  the  reception  of  patients  into 
the  Bootle  Corporation  Hospital  was  as  follows  — 

Annual  Contribution  for  Maintenance  of  Hospital  ...  £459  0  0 

Cost  of  Maintenance  of  Patients  .  489  16  8 


Total  . , .  £948  16  8 


SMALLPOX. 

Six  cases  of  this  disease:  occurred  at  6  houses  in  Seaforth 
Division  during  the  early  part  of  the  year.  The  patients  were 
removed  to  Hospital  ancl  prompt  measures  taken  to  prevent  the 
spread  of  the  disease.  The  rooms  were  disinfected,  and  the 
bedding,  &c.,  which  had  been  exposed  to  infection  was  disinfected 
or  destroyed ;  in  one  instance:  compensation  was  given  for  the  des¬ 
truction  of  articles  of  bedding,  &c.  All  persons  that  had  been  in 
contact  were,  as  far  as  possible,  re-vaccinated.  There  have  not 
been  any  cases  since  May  last. 

TYPHUS  FEVER. 

One  case  was  notified  from  a  Nurses'  Home  in  Waterloo 
Division.  The  patient,  a  nurse,  had  been  attending  Typhus  Fever 
patients  in  the  Fever  Hospital,  Liverpool.  She  returned  to  the 
Home  in  this  District,  and  in  a  few  days  Typhus  Fever  developed. 
The  case  was  removed  to  the  Fever  Hospital,  Liverpool,  and  imme¬ 
diate  steps  taken  to  prevent  the  spread  of  this  highly  infectious 
sickness.  No  further  cases  were  notified  or  discovered. 


SCARLET  FEVER. 


Tv/enty-two  cases  of  this  disease  were  notified  from  20  houses 
in  Waterloo  Division,  13  of  these  were  treated  at  home,  none  died ; 
9  were  removed  to  Hospital  and  all  recovered. 

In  Seaforth  Division,  127  cases  occurred  in  96  houses,  54  of  the 
patients  were  nursed  at  home,  and  one  died ;  73  were  removed  to 
Hospital,  of  which  2  died. 


Number  of  Cases  notified  for  the  past  ten  years. 


1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 


159 

162 

98 

73 

132 

78 

77 

60 

116 

149 


Average  for  the  last  five  years,  96. 
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TYPHOID  FEVER. 

Six  cases  of  this  disease  were  notified  from  the  same  number 
of  houses  in  Waterloo  Division  ;  4  remained  at  home  for  treatment, 
and  2  were  removed  to  Hospital ;  all  the  patients  recovered. 

In  Seaforth  Division  12  cases  occurred  in  11  houses  ;  7  were 
treated  at  home,  and  one  died;  5  were  removed  to  Hospital,  one 
of  which  died. 

The  number  for  the  entire  District  was  18  cases  in  17  houses 
situated  in  different  localities.  Seven  cases  were  removed  to 
Hospital. 


Number  of  Cases  notified  for  the  past  ten  years. 


1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 


92 

69 

63 

38 

55 

26 

30 

24 

16 

18 


The  average  for  the  last  five  years  being  23. 


DIPHTHERIA. 

Thirteen  cases  were  reported  to  me  from  12  houses  in  Waterloo 
Division ;  1 1  were  treated  at  home,  and  all  recovered ;  2  cases  were 
removed  to  Hospital,  one  death  resulting. 

There  were  29  cases  in  25  houses  in  the  Seaforth  Division ;  15 
were  nursed  at  home,  3  cases  terminating  fatally;  14  were  removed 
to  Hospital  of  which  3  died. 

Total,  42  cases,  resulting  in  7  deaths. 

PUERPERAL  FEVER. 

One  case  of  this  disease  was  notified  in  the  Seaforth  Division  ; 
the  patient  was  removed  to  the  Workhouse  Hospital,  West  Derby 
Union,  where  she  died.  The  midwife  in  attendance  on  this  case 
was  communicated  with,  in  accordance  with  the  Health  Committee’s 
instructions. 


ERYSIPELAS. 


Seven  cases  occurred  in  Waterloo  Division,  one  of  which  proved 
fatal ;  and  9  in  Seaforth  Division,  all  recovered. 


4 


INSPECTION  OF  THE  DISTRICT. 

I  have,  in  company  with  the  Sanitary  Inspector,  systematically 
inspected  each  Division  of  the  District  during  the  year ;  and  any¬ 
thing  found  likely  to  be  dangerous  or  injurious  to  health  was 
satisfactorily  dealt  with.  Places  where  nuisances  were  reported  to 
exist  were  also  visited.  A  special  inspection  was  made  of  the 
Underground  Bakehouses,  and  the  works  required  to  bring  them  in 
conformity  with  the  Factory  and  Workshop  Act,  1901,  have  been 
carried  out  in  the  majority  of  instances;  those  not  yet  completed 
have  the  work  in  hand,  or  intend  closing  the  Bakehouses.  The 
work  arising  from  these  Inspections  is  shown  in  a  report  furnished 
by  the  Sanitary  Inspector,  which  is  appended  to  this. 

SANITARY  STATE  OF  THE  DISTRICT  GENERALLY 
AT  THE  END  OF  THE  YEAR. 

I  consider  the  District  to  be  in  a  fairly  healthy  state  at  the 
end  of  the  year.  No'  serious  infectious  disease  is  troubling  us. 

VITAL  STATISTICS. 

ZYMOTIC  DEATH  RATE. 

Under  this  class  of  disease  there  were  registered  in  the  entire 
District  26  deaths,  giving  a  death-rate  of  DOS.  In  Waterloo 
Division  4  deaths  occurred,  giving  a  death-rate  of  0*36  per  1,000. 
In  Seaforth  Division  the  number  was  22,  which  shows  a  death-rate 
of  1'54  per  1,000. 

During  1902,  17  deaths  from  this  source  were  notified — a  death- 
rate  of  0-70  on  the  estimated  population. 

Deaths  from  these  causes  were  as  follows: — 

Under  5  years.  Over  5  years. 

1  .  0 

2  .  0 

1  .  2 

0  .  1 

5  0 

11  .  2 

0  .  1 

BIRTH  RATE. 

There  were  686  births  registered  in  the  District  343  males, 
and  343  females,  giving  a  birth  rate  of  27-24.  Of  these,  251  were 
in  the  Waterloo  Division — 121  males  and  130  females,  a  birth-rate 
for  this  Division  of  22*88  per  1,000.  In  Seaforth  Division  the 
number  was  435 — 222  males,  and  213  females,  shewing  a  birth-rate 
of  30-61. 


Scarlet  Fever  . . 

Whooping  Cough..* 

Diphtheria . 

Enteric  Fever  . 

Diarrhoea  Zymotic 
Enteritis  Zymotic 
Erysipelas . 


Last  year  the  births  were  635,  giving  a  birth-rate  of  26*20  per 

1,000. 


DEATH  RATE. 

The  deaths  registered  during  the  year  numbered  246,  shewing 
a  total  rate  of  mortality  for  the  entire  District  of  9*77  per  1,000,  of 
the  estimated  population.  Of  these  97  were  in  Waterloo  Division, 
giving  a  death-rate  of  8*84;  and  149  in  Seaforth  Division,  a  death- 
rate  of  10*48.  In  1902,  the  deaths  numbered  291,  giving  a  death- 
rate  of  12*00  per  1,000,  of  the  estimated  population. 


(Signed)  W.  S.  LIMRICK, 

Medical  Officer  of  Health. 


January  l^th,  1904. 
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TABLE  I. 

URBAN  DISTRICT  OF  WATERLOO- WITH-SEAFORTH. 


FOR  WHOLE  DISTRICT. 


BIRTHS. 

DEATHS  UNDER 

ONE  YEAR  OF  AGE. 

DEATHS 

AGES. 

AT  ALL 
TOTAL. 

YEAR. 

Population 
estimated  to 
Middle  of  each 
Year. 

Number. 

Rate.* 

Number. 

Rate  per 
1,000 
Births 
registered. 

Number. 

Rate. 

1.  -1 

{ 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

1893 

18,807 

512 

27*23 

89 

154*29 

284 

15*10 

1894 

19,471 

564 

28*96 

55 

97*51 

213 

10*83 

1895 

20,296 

559 

27*54 

78 

139*53 

286 

14*09 

1896 

21,119 

547 

25*90 

77 

140*76 

302 

14*30 

1897 

21,824 

548 

25*10 

86 

156*20 

270 

12*37 

1898 

23,058 

603 

26*15 

96 

159*20 

285 

12*36 

1899 

23,880 

595 

24*89 

91 

152*94 

288 

12*05 

1900 

25,000t 

575 

23*00t 

76 

132*17 

305 

12*20t 

1901 

23,102 

611 

26*44 

74 

121*11 

281 

12*15 

1902 

Averages 
for  years 
1333-1902. 

24,236 

635 

26*20 

79 

124*40 

291 

12*00 

22,079 

575 

26*14 

80 

137*81 

280 

12*74 

1903 

25,175 

686 

27*24 

69 

100*58 

246 

9*77 

Area  of  District  in  acres  (exclusive  of  area  covered  by  water)... 740  acres. 


Total  Population  at  all  ages,  at  census  of  1901  . 23,102 

Number  of  Inhabited  Houses  ,,  ,,  . 4,634. 

Average  number  of  Persons  per  house  ,,  . 4-75. 


*Rates  calculated  per  1,000  of  estimated  Population. 

t  These  figures,  corrected  from  the  Census  of  1901,  should  have  been 
respectively — 22,500,  25*55,  13*55. 
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TABLE  il. 


UEBAN  DISTEICT  OB  WATEELOO-WITH-SEAFOETH. 


Names  of 
Localities. 

WATERLOO. 

SEAFORTH 

YEAR. 

Population 
estimated  to 
middle  of  each 
Year. 

Births 

registered. 

Deaths  at  all 
Ages. 

Deaths  under 

1  Year. 

Population 
estimated  to 
middle  of  each 

Year. 

Births 

registered. 

Deaths  at  all 

Ages. 

Deaths  under 

1  Year. 

a. 

6. 

C. 

d. 

a. 

b. 

C. 

d. 

1893 

7,412 

169 

108 

25 

11,395 

343 

176 

64 

1894 

7,9-55 

200 

85 

18 

11,516 

364 

128 

37 

1895 

8,466 

181 

118 

30 

11,831 

378 

168 

48 

1896 

9,076 

202 

115 

18 

12,043 

345 

187 

59 

1897 

9,470 

191 

106 

34 

12,354 

357 

164 

52 

1898 

10,039 

228 

107 

22 

13,019 

357 

178 

74 

1899 

10,331 

197 

116 

30 

13,549 

398 

172 

61 

1900 

10,773* 

211 

125 

31 

14,227* 

364 

180 

45 

1901 

9,839 

248 

107 

26 

13,263 

363 

174 

48 

1902 

Averages 
of  years 
1893  to  1902. 

10,483 

236 

105 

18 

13,753 

399 

186 

61 

9,384 

206 

109 

25 

12,695 

366 

171 

54 

1903 

10,967 

251 

97 

23 

14,208 

435 

149 

46 

*These  figures,  corrected  from  the  Census  of  1901,  should  have  been 
res^jectively — 9,646,  12,856. 
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TABLE  III. 

UEBAN  DISTEICT  OF  WATEELOO-WITH-SEAFOETH. 


CASES  OF  INFECTIOUS  DISEASE  NOTIFIED  DURING 

THE  YEAR  1903. 


Notifiable 

Disease. 

Cases  Notified  in  whole 

District. 

Total  Cases 
Notified 
in  each 
Locality. 

No.  of  Cases 
removed  to 
Hospital  from 
each  Locality. 

At 

all 

Ages. 

At  Ages 

—Years. 

Waterloo.  u 

Seaforth. 

Waterloo.  u 

2. 

V 

X 

Un¬ 
der  1. 

1  to 

0. 

5  to 
15. 

15  to 
25. 

25  to 
65, 

es 

and 

up- 

w’rds 

Smallpox  . 

6 

1 

... 

... 

3 

2 

... 

... 

6 

... 

6 

Diphtheria  . 

42 

... 

G 

31 

3 

2 

... 

13 

29 

2 

14 

Erysipelas . 

16 

1 

1 

3 

8 

3 

7 

9 

... 

Scarlet  fever  . 

149 

1 

49 

88 

8 

3 

... 

22 

127 

9 

73 

Typhus  fever . 

1 

•  •  » 

... 

... 

1 

... 

1 

... 

1 

•  •  4 

Enteric  fever . 

18 

•  •  • 

1 

6 

4 

7 

... 

6 

12 

2 

5 

Puerperal  fever . 

1 

... 

... 

... 

1 

... 

... 

... 

1 

1 

Totals . 

233 

3 

57 

125 

22 

23 

3 

49 

184 

14 

99 
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TABLE  IV. 

UEJ3AN  DISTEICT  OF  WATFELOO-WITH-SEAFOETH. 


CAUSES  OP,  AND  AGES  AT,  DEATH  DURING  YEAR  1903. 


Causcs  of  Death. 

Deaths  in  whole  or  belonging  to  whole  District  at 
subjoined  Ages. 

Deaths  in 
Localities 
(at  all  Ages). 

All 

Ages. 

Under 

1. 

1  and 
under 

5. 

5  and 
under 
15. 

15  and 
under 
‘25. 

25  and 
under 
65. 

65  and 
up¬ 
wards. 

Water¬ 

loo. 

Sea- 

torth. 

Scarlet  fever . 

1 

•  .  • 

1 

•  .  • 

•  •  • 

•  •  • 

•  .  t 

»  •  » 

1 

Whooping-cough . 

Diphtheria  and  Mem- 

2 

1 

1 

... 

... 

... 

... 

1 

1 

branous  croup . 

3 

... 

1 

2 

... 

... 

... 

... 

3 

Fever — Enteric  . 

1 

... 

1 

... 

... 

... 

1 

Epidemic  Influenza  ... 

1 

... 

... 

... 

1 

... 

J. 

... 

Diarrhoea  . 

5 

4 

1 

... 

... 

... 

... 

5 

Enteritis  . 

13 

9 

2 

.  .  . 

1 

1 

2 

11 

Erysipelas  . 

1 

... 

... 

... 

... 

1 

1 

•  •  • 

Phthisis  . . 

11 

1 

... 

1 

8 

1 

6 

5 

Other  tubercular  diseases 
Cancer,  malignant 

8 

1 

2 

... 

5 

... 

4 

4 

disease  . 

3 

... 

... 

... 

3 

... 

2 

1 

Bronchitis  . 

29 

12 

5 

1 

6 

5 

8 

21 

Pneumonia  . 

17 

4 

5 

1 

1 

4 

2 

4 

13 

Pleurisy  . 

Other  diseases  of  Res- 

2 

... 

... 

... 

1 

... 

1 

2 

... 

piratory  organs  . 

Alcoholism,  Cirrhosis 

1 

... 

... 

... 

... 

•  t  • 

1 

1 

... 

of  liver . 

1 

.  .  . 

•  .  . 

«  •  • 

1 

•  •  • 

1 

Premature  birth  . 

1 

1 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

•  «  • 

•  •  • 

1 

Heart  diseases . 

13 

•  •  • 

•  •  • 

1 

1 

8 

3 

4 

9 

Accidents  . 

7 

1 

•  «  « 

•  .  • 

1 

2 

3 

7 

•  •  • 

Found  drowned  . 

4 

•  •  . 

•  •  • 

»  •  . 

2 

2 

•  •  • 

2 

2 

All  other  causes  . 

122 

35 

4 

5 

2 

38 

38 

52 

70 

All  causes . 

246 

69 

22 

9 

11 

78 

57 

97 

149 

Signed^ 

W.  S.  LIMEICK, 

Medical  Officer  of  Health. 


January,  1904. 


Sanitary  Inspector’s  Annual  Report. 


Town  Hall, 

Waterloo,  January,  1904. 


To  THE  Chairman  and  Members 

OF  THE  Urban  District  Council 

OF  Waterloo-with-Seaforth. 

Mr.  Chairman  and  Gentlemen, 

I  have  the  honour  to  submit  my  Annual  Report  of  the 
work  done  in  the  Sanitary  Department  during  the  past  year ; 
together  with  particularsi  of  nuisances  abated  and  improvements 
effected  thereby. 

INSPECTION  OF  THE  DISTRICT. 

The  house  to  house  inspection  has  been  continued ;  a  systematic 
inspection  of  the  houses  being  made  in  18  streets  in  different  parts 
of  the  District.  Premises  were  visited  upon  complaint  and  when 
infectious  disease  occurred  in  them.  The  total  number  of  such 
inspections  being  1,350. 

NOTICES,  &c.,  SERVED. 

Four  hundred  and  sixty-two  20i'eliminary  notices,  with  respect 
to  the  nuisances  discovered  in  the  course  of  inspection,  were  served 
upon  owners  or  occupiers  to  abate  nuisances  or  carry  out  sanitary 
imjorovements.  The  majority  of  the  notices  received  prompt 
attention,  but  in  86  instances  nuisances  in  connection  with  115 
houses  were  rejoorted  to  the  Committee,  and  statutory  notices 
ordered  to  be  served;  it  was  necessary  to  serve  only  28  notices  as 
the  nuisances  were  abated  between  the  times  of  Committee  and 
Council  meetings. 

Frequent  re-inspections  of  the  jiremises  were  made,  to  ensure 
the  projDcr  carrying  out  of  the  work,  the  totsd  number  of  re-inspec¬ 
tions  being  1,975.  Also  80  letters  were  sent  to  owners  calling 
attention  to  non-compliance  with  the  requirements  of  notices.  I 
have  had  frequent  interviews  in  all  parts  of  the  District  with 
owners,  occupiers,  and  contractors  relative  to  the  work  required  to 
be  done. 
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SMOKE  TESTING. 

The  smoke  test  has  been  applied  to  the  drains  of  573  houses,  as 
compared  with  337  in  1902.  Many  defects  were  discovered  which 
would  not  have  been  found  out  by  a  superficial  examination.  Forty- 
nine  of  the  tests  were  at  the  expense  of  persons  who  desired  to 
ascertain  the  sanitary  state  of  the  premises  they  were  entering. 
Such  persons  received  a  report  of  the  condition  of  the  premises,  and 
recommendations  for  placing  the  property  in  a  sanitary  condition. 


DRAINS. 

Four  hundred  and  ninety-two  defective  drains  have  been  re¬ 
paired,  re-laid  or  re  constructed,  a  large  number  being  discovered 
with  the  aid  of  the  smoke  machine  on  the  Caradoc  Estate,  and  at 
houses  where  infectious  disease  had  occurred.  A  number  of  these 
drains  were  connected  direct  to  the  sewer  without  the  intervention 
of  a  suitable  trap;  56  intercepting  traps  have  been  fixed;  fresh  air 
inlets  have  been  provided  to  107  drains;  and  in  42  instances  drains 
have  been  ventilated  by  4  inch  shafts,  fixed  al  the  head  of  the 
drains  and  carried  up  above  the  eaves  of  house  roof.  In  4  instances 
drains  passing  under  houses  were  entirely  removed. 

Sixty-seven  choked  drains  have  been  opened  and  cleansed,  and 
109  stoneware  gnllies  fixed  in  lieu  of  defective  gullies,  or  mason’s 
traps. 


CONVERSION  OF  PRIVIES  INTO  W.C.’S. 

Four  privies  have  been  abolished  and  water  closets  provided  in 
place  of  them.  In  no  instance  v/as  it  necessary  to  serve  notices 
under  Section  36,  of  the  Public  Health  Act,  1875,’  the  owners 
carried  out  the  work  on  service  of  preliminary  notices. 


WATER  CLOSETS. 


Complaints  have  been  received  relative  to  offensive  smells 
arising  from  water  closets  fixed  in  bathrooms.  Several  foul  water 
closet  basins  and  traps,  with  the  wooden  enclosures  surrounding 
them,  have  been  abolished,  and  wash-down  pedestal  water  closets 
fixed,  and  provided  with  hinged  seats. 

Forty-five  choked  water  closets  have  been  opened  and  cleansed; 
while  115  new  basins  and  95  new  traps  haje  been  fixed  in  lieu  of 
foul  or  defective  ones. 

Five  w.c.  apartments  have  been  provided  with  efficient  light 
and  ventilation ;  defective  roofs,  walls,  seats,  and  floors  have  been 
repaired  at  107  premises.  A  proper  and  sufficient  flush  of  water 
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lias  been  provided  to  32  water  closets,  and  12  water  closet  cisterns 
have  been  repaired.  In  7  instances  flush  pipes  have  been  made 
good ;  and  206  connections  of  the  flush  pipes  with  the  water  closet 
basins  made  watertight. 


SOIL  PIPES. 

Thirty-one  soil  or  ventilating  pipes  have  been  renewed  and 
made  gas-tight,  and  in  135  instances  the  joints  of  soil  or  ventilating 
shafts  have  been  made  sound ;  while  55  connections  of  ventilating 
shafts  with  drains  have  been  repaired,  and  choked  ventilating  shafts 
have  been  cleared  at  19  premises. 

WASTE  PIPES,  &c. 

Untrapped  and  defective  waste  pipes  have  been  trapped  or 
made  sound  in  121  instances,  and  20  lavatory  waste  pipes  were 
disconnected  from  the  bath  waste  pipes  and  made  to  discharge 
separately  into  the  external  air. 

Forty-three  rain  water  conductors  have  been  disconnected  from 
soil  pipes  or  drains  and  made  to  discharge  over  trapped  gullies. 

New  salt  glazed  stoneware  sinks  have  been  fixed  in  7  instances. 

HOUSES  LET  IN  LODGINGS. 

These  houses  have  been  visited  during  the  year ;  seven  have 
been  placed  on  the  register;  33  rooms  have  been  measured,  and 
space  sheets  served  upon  the  chief  occupiers.  In  four  instances 
over-crowding  was  found,  which  was  abated  upon  verbal  notice, 
generally  by  removal  of  one  of  the  families. 

MILKSHOPS,  DAIRIES  AND  COWSHEDS. 

The  milkshops,  dairies,  and  cowsheds  have  been  periodically 
visited,  and  generally  I  have  found  them  in  a  fairly  satisfactory 
condition;  a  total  number  of  246  visits  being  made.  Eight  appli¬ 
cations  to  be  registered  as  cowkeepers  or  purveyors  of  milk  have 
been  received.  After  an  inspection  of  the  premises  to  ascertain  if 
they  were  in  accordance  with  the  Regulations  made  by  the  Council, 
7  were  granted,  and  1  application  is  under  consideration.  There 
are  37  names  on  the  Register. 

Overcrowding  was  discovered  in  three  shippons,  the  excess 
number  of  cows  being  removed  upon  verbal  notice.  The  occupier 
was  warned  in  each  instance. 

Notices  have  been  served  to  remedy  defects  in  connection  with 
cowsheds  and  milkshops  and  in  every  instance  they  were  complied 
with. 
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EXAMINATION  OF  MILK. 

During  the  year  I  submitted  67  samples  of  milk  to  Professor 
Boyce  for  Bacteriological  examination.  Forty-one  of  these  samples 
were  obtained  from  local  purveyors,  and  26  from  purveyors  residing 
outside  the  District. 

Of  the  41  local  samples,  4  were  certified  as  being  “  tubercular,’' 
16  contained  the  bacillus  coli  communis,  2  the  bacillus  enteritidis 
sporogenes,  and  3  staphylococci.  Of  the  26  samples  detained 
from  purveyors  residing  outside  the  District,  1  was  found  to  be 
“tubercular,”  10  samples  contained  the  bacillus  coli  communis,  5  the 
bacillus  enteritidis  sporogenes,  1  staphylococci,  and  1  streptococci. 

Begarding  the  local  samples  found  to  be  “tubercular,”  one 
sample  was  a  duplicate  obtained  from  a  special  cow  in  the  sliippon 
pointed  out  by  the  Veterinary  Surgeon,  the  first  sample  having  been 
taken  from  bulk.  In  the  other  instances  a  Veterinary  Surgeon  examined 
the  cows  in  the  shippons,  and  the  “  Tuberculin”  test  was  applied  to 
those  he  suspected ;  all  cows  which  he  certified  to  be  suffering  with 
Tuberculosis,”  were  removed  at  once  by  the  cowkeepers,  and  no 
more  of  their  milk  sold. 

With  reference  to  the  sample  found  to  be  tubercular,”  and 
obtained  from  an  outside  purveyor,  the  Local  Authority  of  the 
District  in  which  he  resides  was  communicated  with,  and  promised 
to  give  the  matter  prompt  attention.  A  second  sample  was 
obtained  from  the  same  man  and  found  to  be  free  from  tubercle 
bacilli. 

When  samples  of  milk  were  found  to  contain  indications  of 
contamination  a  letter  was  sent  by  the  Clerk  to  the  Council,  calling 
attention  of  the  purveyor  to  the  report,  and  urging  strict  precau¬ 
tions  to  be  taken  regarding  the  storage  and  distribution  of  the 
milk. 


ICE  CREAM  VENDORS. 

The  premises  of  manufacturers  and  vendors  of  this  commodity 
were  visited  during  the  year.  Upon  the  first  inspection  the  con¬ 
ditions  under  which  the  article  was  made  or  sold  w-ere  not  satis¬ 
factory,  and  in  some  instances  written  or  verbal  notice  v/as  given, 
which  I  found  carried  out  upon  subsequent  visits.  The  itinerant 
vendors  in  Fort  Road  and  vicinity  were  kept  under  observation. 


INSPECTION  OF  FOOD  SUPPLY. 

The  meat,  food  &c.,  exposed  for  sale  in  the  District,  has  been 
regularly  inspected.  One  seizure  of  about  12  lbs.  of  unsound  fish 
was  made  ini  Seaforth,  an  order  was  obtained  from  a  magistrate, 
and  the  fish  was  destroyed.  The  circumstances  of  the  case  were 
reported  to  the  Committee  and  the  man  was  warned. 
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PUBLIC  ELEMENTARY  SCHOOLS. 

The  drainage,  sanitary  arrangements,  and  water  supply  of  these 
schools  were  examined  and  reports  forwarded  to  the  school  managers. 
The  work  in  the  majority  of  instances  has  been  carried  out,  and 
great  improvements  effected  thereby. 

In  accordaiice  with  the  Health  Committee’s  resolution,  the 
drains,  &c.,  at  the  schools  are  flushed  at  least  once-  a  month  by  the 
CounciTs  staff,  also  several  school  rooms  have  been  fumigated  during 
the  year. 


FACTORY  AND  WORKSHOP  ACT,  1901. 

WORKSHOPS. 

There  are  80  workshops  on  the  register ;  35  being  placed 
thereon  this  year. 

145  visits  have  been  made  to  the  workshops  in  the  District;  14 
workrooms  required  lime-washing  or  cleansing,  the  ventilation  was 
improved  in  4  instances,  and  14  workrooms  were  measured,  while 
47  nuisances  were  discovered  in  connection  with  workshop  premises ; 
all  these  matters  were  promptly  attended  to  by  the  owners  or 
occupiers. 

One  workshop  was  found  without  sufficient  w.c.  accommodation, 
and  the  work  of  making  this  provision  is  now  in  hand. 

Two  complaints  have  beeir  received  from  the  Government 
Inspector,  both  of  which  received  immediate  attention. 

The  Government  Inspector  was  notified  of  7  vmrkshops  which 
were  found  to  be  unprotected. 

.  HOME  WORK. 

No  lists  of  outworkers  have  been  received  during  the  year. 

SUMMARY. 


Number  of  Visits  to  Workshoxis  .  145 

Do.  Workrooms  Cleansed  or  Lime  washed  .  14 

Do.  do.  Measured  .  14 

Do.  do.  Ventilated .  4 

Do.  do.  Used  as  Bedrooms  .  1 

Do.  Nuisances  Pound  .  47 

Do.  Workshops  Found  Unprotected  .  7 

Do.  References  to  Government  Inspector .  7 

Do.  Notices  received  from  Government  Inspector  2 
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BAKEHOUSES. 

The  bakehouses  have  been  regularly  visited  and  were  found 
to  be  in  a  clean  condition ;  in  several  the  lighting  and  ventilation 
has  been  greatly  improved.  After  the  Regulations  adopted  by  the 
Council  were  issued,  a  special  inspection  of  the  11  underground 
bakehouses  was  made  by  the  Medical  Officer  of  Health  and  myself. 
The  occupiers  in  4  instances  have  decided  to  close  their  bakehouses, 
in  3  structural  alterations  have  been  made,  the  work  is  in  progress 
in  two,  and  the  occupiers  of  the  remaining  two  are  arianging  with 
the  owners  for  alterations. 

One  complaint  was  received  from  the  Government  Inspector 
of  insufficient  ventilation  in  a  bakehouse  in  AVaterloo.”  The 
complaint  received  attention  and  the  owner  provided  adequate 
means  of  ventilation  upon  verbal  notice. 

One  bakehouse  was  found  to  be  unprotected,  and  the  Govern¬ 
ment  Inspector  was  notified  accordingly. 

Total  visits  made,  82. 

There  are  now  35  bakehouses  on  the  Register. 


INFECTIOUS  DISEASE. 


Two  hundred  and  thirty-three  cases  of  infectious  disease  have 
been  reported  upon,  a  large  number  of  visits  being  made  in  con¬ 
nection  therewith,  and  also  tO'  persons  who  had  been  exposed  to  the 
infection  of  smallpox. 

Two  hundred  and  seventy-seven  rooms  were  disinfected  and 
cleansed,  paper  being  scraped  off  the  walls  where  necessary.  In 
11  instances  rooms  were  scraped  and  cleansed  by  the  Council  in 
default,  or  at  the  request  of  the  persons-,  upon  whom  the  notice  was 
served.  The  Steam  Disinfecting  Apparatus  was  used  447  times, 
5,613  articles  of  bedding,  &c.,  being  disinfected;  91  articles  were 
destroyed,  and  in  one  instance  compensation  was  allowed. 


NIGHT  SOIL  CONTRACT  AND  ASHPITS. 

The  ash-pits  and  bins  have  been  well  attended  to  by  the 
Contractor ;  the  pits  being  emptied  once  every  three  months,  and 
the  bins  weekly;  such  emptyings  numbered  45,104.  This  is  a 
considerable  increase  upon  the  number  last  year,  and  is  due  to-  the 
increasing  number  of  bins  and  the  frequent  clearing.  Nev/  houses 
are  being  provided  with  ash-bin  accommodation. 

Fifty-two  galvanised  iron  bins  have  been  provided  in  lieu  of 
ash-pits,  26  foul  and  defective  pits  being  filled  up  to  ground  level 
and  made  good,  and  6  houses  have  been  provided  with  ash-bin 
accommodation.  There  are  700  bins  in  use  in  the  District, 
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LEGAL  PROCEEDINGS  AND  RESULTS. 


Situation 

of 

Premises. 

Nature  of  Complaint. 

Act  or  Order  under 
which  proceedings 
instituted. 

Result. 

Stables,  Bruns¬ 
wick  Mews, 
Seaforth. 

Slaughtering  on  un¬ 
licensed  premises 

Pub.  Health  Act, 
1875,  Sec.  169, 
and  Towns 
Improvement 
Clauses  Act, 
1847 

Defendant  fined  10s. 
and  Costs. 

Total  £1  17s.  Od. 

SUMMARY  OF  WORK  OF  DEPARTMENT. 


Number  of  houses  inspected  ... 

Number  of  houses  re-inspected ... 

Number  of  visits  to  bakehouses 
Number  of  visits  to  cowsheds  and  milkshops 
Number  of  visits  to  ice-cream  shops  ... 

Number  of  visits  to  sub-let  houses  . 

Number  of  times  smoke  test  applied  to  drainage 
Number  of  preliminary  notices  served 
Number  of  statutory  notices  served  ... 

Number  of  houses  in  connection  with  notices 
Number  of  smoke  observations  taken... 

Samples  of  milk  submitted  for  bacteriological  examination 
Cases  of  infectious  disease  reported  upon 
Number  of  notices  served  to  strip  and  cleanse  wall 
Number  of  Rooms  fumigated  ... 

Paper  scraped  off  walls  of  rooms 

Disinfecting  apparatus  used  . 

Bedding,  clothing,  &c.,  disinfected 
Letters  written  in  connection  with  notices 
Reports  issued  i-especting  sanitary  condition  of  houses 


1350 

1975 

82 

246 

48 

30 

573 

462 

28 

1029 


5 


67 

233 

179 

277 

215 

447  times 
5613  pieces 
80 
49 
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DETAILS  OF  SANITARY  IIVIPROVEIVIENTS 
EFFECTED  DURING  THE  YEAR. 

DRAINS. 


Drains  choked — opened  and  cleansed  ...  ...  ...  ...  ...  (37 

Drains  taken  out  of  cellars...  ...  ...  ...  ...  ...  ,3 

Drains  removed  from  under  houses  ...  ...  ...  ...  ..  4 

Defective  drainage,  reconstructed,  relaid  or  repaired  ...  ...  492 

Intercepting  traps  fixed  ...  ...  ...  ...  ...  ...  ...  .79 

Heads  of  drains  ventilated  with  4-inch  shafts  ...  ...  ...  ...  42 

Fresh  Air  Inlets  provided  to  drains  ...  ...  ...  ...  ...  107 

Manhole  Chambers  built  ...  ...  ...  ...  ...  ...  ...  1 

(xullies  fixed  in  lieu  of  defective  gullies,  or  masons  traps  ...  ...  109 


WATER  CLOSETS. 

Choked  ^^’.C.’s  opened  and  cleansed 

W.C.  basins  and  traps  substituted  for  defective  ones  ... 

W.C  apartments  lighted  and  ventilated  ...  . 

W.C.’s  provided  with  a  proper  and  sufficient  flush  of  water... 

Defective  connection  of  flush  pipes  to  W.C.’s  made  good  . 

Defective  W.C.  walls,  roofs,  floors,  &c.,  repaired  ...  . 

SOIL  PIPES. 


Soil  pipes  ventilated  with  4-iuch  pipes  ...  ...  ...  ...  ...  2 

Joints  of  soil  pipes  made  gas-tight  ...  ...  ...  ...  ...  136 

Ventilating  pipe  connections  with  drain  made  good  ...  ...  ...  55 

Ventilating  and  soil  pipes  repaired  ...  ...  ...  ...  ...  31 

Ventilating  and  soil  pipes  choked — obstructions  removed  ...  ...  19 

WASTE  PIPES. 

Defective  waste  pipes  trapped  or  made  good  ...  ...  ...  ...  121 

Bath  and  lavatory  waste  pipes  disconnected  and  made  to  discharge 

separately  over  spout  heads  or  gullies  ...  ...  ...  ...  20 

New' salt-glazed  stoneware  sinks  fixed  ...  ...  ...  ...  ...  7 

Rain  water  pipes  disconnected  from  soil  pipes  or  drains...  ...  48 


210 

5 

82 

206 

107 


WATER  SUPPLY. 

Premises  supplied  with  water  for  domestic  use... 

Defective  w'ater  pipes  repaired 

Water  storage  cisterns  covered  and  cleansed  ... 

Offensive  rain  water  cisterns  emptied,  filled  in,  or  cleansed  ... 

FILTHY  AND  DILAPIDATED  PREMISES. 

Foul  houses,  walls,  &c.,  stripped  and  cleansed... 

Filthy  house  floors  and  cellars  cleansed  ... 

Kitchen  and  Scullery  floors  retiled 
Defective  roofs  made  water-tight  ... 

Defective  ceilings  and  window  frames  made  good 
Defective  chimney  flues  repaired  ... 

Defective  rain  water  pipes  and  spouting  made  good  ... 
Defective  house  walls  re-pointed  ...  ...  . . 


18 

17 

29 

27 


19 

8 

6 

26 

4 

2 

88 

54 


PRIVIES  AND  ASHPITS. 

Privy  middens  converted  into  water  closets  ...  ...  ...  •••  I 

Ashpits  filled  in  to  ground  level  and  paved  ...  ...  ...  •••  26 

Foul  ashpits  abolished  ...  ...  ...  ...  .••  •••  ••• 

Galvanized  iron  bins  provided  in  lieu  of  ashpits...  ...  ...  •••  52 

Premises  i^rovided  with  ash  accommodation  ...  ...  ...  ...  G 

MISCELLANEOUS. 

Surfaces  of  yards  re-paved...  ...  ...  ...  ...  ••.  •••  HC 

Nuisances  from  improper  keeping  of  animals  abated  ...  ...  5 

Accumulations  of  offensive  matter  removed  ...  ...  ...  9 

M iddensteads  repaired  and  drained  ...  ...  ...  ...  •••  7 

Offensive  watercourses  cleansed  ...  ...  ...  ...  •••  •••  2 

Nuisances  from  overcrowding  abated  ...  ...  ...  ...  -..  G 

House  floors  made  good  ...  ...  ...  ...  •  •  •  •  •  •  •  •  •  2 

Overcrowding  in  cowsheds  abated...  ...  ...  •••  ...  •••  3 

Miscellaneous  nuisances  abated  ...  ...  ...  ...  ...  •••  i 


1  am.  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 

JOHN  H.  CANNELL,  Assoc.  San.  Inst., 
Sanitary  Inspector . 


